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Central FI(Ki(Ja Animal Reserve Inc 
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Cuslomer ID' 6&07 
Ceftrficale- ^S-C-CSIS 


No ixin-compliant items idenliHed during flhis inspection 

This Inspection report Is tor llio TRA site. The licensee rtas ncil traveled wilTi the animals lor the past yeai' and fias no 
plans lo travel lin the near future so lt»e report is being generated for tfie home site. 

EkIi Intervtew conduclad with facility reprs&entatlve. 
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